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CHANDIGARH , TUESDAY , MAY 7 , 2019 (VAISAKHA 17 , 1941 SAKA ) 


PART - I 


Notifications , Orders and Declarations by Haryana Government 


HARYANA GOVERNMENT 


PUBLIC HEALTH ENGINEERING DEPARTMENT 


Notification 


The 3rd May , 2019 


No. 2 /29 / 2013 - PH -5. 


THE GOVERNOR OF HARYANA IS PLEASED TO DECLARE THE RESULT OF DEPARTMENT 

PROFESSIONAL EXAMINATION HELD FROM 15-10-2018 TO 17-10-2018 


(CIVIL ENGINEERS) 


Remarks 


Roll 
No. 


Name of 
Candidate 


Designation / W /s & 
Roll No. Sanitary 

Installation 


Drainage & 
Sewerage 


Account & 
Office 
Procedure 


Mechanical 
& Electrical 
Engineering 


Material & 
Construction 


General & 
Oral 
Examination 


Max . M : 100 


Max . M : 50 


Max . M : 100 Max . M : 50 


Max. M : 50 


Max . M : 50 


1 


2 


co 


4 


5 


6 


Ashok Taneja 


SDE (Civil) 1 


31 (Pass) 


Pass 


61 (Passed 
in 6/2018 ) 


31 (Passed 
in 6/2018 ) 


62 ( Passed 
in 6/2018 ) 


31 (Passed 
in 6/2018 ) 


36 (Passed 
in 6/2018 ) 


2 


Inderjeet Singh 


SDE (Civil) 2 


62 (Pass) 


35.5 (Pass ) 


31 (Pass) 


Pass 


61 (Passed 
in 6/2018) 


31 (Passed 
in 6/2018 ) 


31 (Passed 
in 6/2018) 


3 


Karanbeer Singh 


78 (Pass) 


65 (Pass) 


43 Pass 


36 (Pass) 


Pass 


SDE (Civil) 3 
SDE (Civil) 4 


44 (Pass) 
14.5 (Fail) 


32 (Pass) 
31 (Pass) 


4 


Om Singh Rana 


62 (Passed 
in 6/2018 ) 


65 (Passed 
in 6/2018 ) 


31 (Passed 
in 6/2018 ) 


31 (Passed 
in 6/2018 ) 


To 
reappear in 
paper at Sr. 
No. 2 


5 


Palvinder Singh 


SDE (Civil) 5 


30 (Pass) 


Pass 


63.5 
(Passed in 
6/2018 ) 


32 (Passed 
in 6/2018 ) 


60 (Passed 
in 6/2018 ) 


31 (Passed 
in 6/2018 ) 


30 ( Passed 
in 6/2018 ) 


6 


Pardeep Jain 


SDE (Civil) 6 


23.5 (Fail) 


71 (Pass) 


32 Pass 


35 (Pass) 


60.50 
(Pass ) 


33 (Pass ) 


To 
reappear in 
paper at Sr. 
No. 2 
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Remarks 


Roll 
No. 


Name of 
Candidate 


Designation / 
Roll No. 


W / s & 
Sanitary 
Installation 


Drainage & 
Sewerage 


Account & 
Office 
Procedure 


Mechanical 
& Electrical 
Engineering 


Material & 
Construction 


General & 
Oral 
Examination 


Max . M : 100 


Max. M : 50 


Max . M : 100 Max. M : 50 


Max. M : 50 


Max . M : 50 


1 


2 


3 


4 


5 


6 


7 


Pyare Lal 


SDE (Civil) 7 


40 (Fail) 


13 (Fail) 


60 (Passed 
in 6/2015 ) 


31 (Passed 
in 9/2017) 


35.5 (Passed 
in 6/2015) 


33 (Passed 
in 6/2015 ) 


To 
reappear in 
paper at Sr. 
No. 1 & 2 


8 


Trilok Mangla 


SDE (Civil) 8 


38 (Fail) 


10 (Fail) 


60 (Pass) 


36 Pass 


31 (Pass) 


30 (Pass) 


To 
reappear in 
paper at Sr. 
No. 1 & 2 


9 


Vikram Singh 


SDE (Civil) 9 


61 (Pass) 


33 (Pass) 


61 (Passed 
in 6/2018 ) 


Pass 


31.5 
(Passed in 
6/2018 ) 


30 (Passed 
in 11/2013 ) 


32 (Passed in 
11/2013) 


10 


Gourav Kansal 


SDE (Civil) 10 


44 (Fail) 


13 (Fail) 


61 (Passed 
in 9/2017 ) 


30 (Passed 
in 2015 ) 


40 (Passed in 
2013) 


30 (Passed 
in 2015 ) 


To 
reappear in 
paper at Sr. 
No. 1 & 2 


11 


Parmod Kumar 


SDE (Civil) 11 


Absent 


Absent 


Absent 


Absent 


Absent 


Absent 


Absent 


RAJEEV ARORA , 
Additional Chief Secretary to Government Haryana , 
Public Health Engineering Department, Chandigarh . 


57046 — C.S. - H.G.P ., Chd. 


